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9004300244 Advises that 890814 certification re implementation of SPDS at facility
meets requirements of Generic Ltr 89-06,per Suppl 1 to NUREG-0737 & NUREG-
1342.lssue closed for facilities.

NORRIS.J.A. Project Directorate II-2. GL-89-06. 90/04/23, GOLDBERG.J.H. Florida
Power & Light Co. 2pp. 53656:142-53656:143.

9004300252 Forwards safety evaluation accepting response to Generic Ltr 88-11, "NRC
Position on Radiation Embrittlement of Reactor Vessel Matls & Impact on Plant Oper-
ation."

CLARK.RJ. Project Directorate I-2. GL-88-11. 90/04/23. HUNGER.G.A. Philadelphia
Electric Co. 2pp. 53655:231-53655:237.

9004300280 Advises that based on util 890711 certification that SPDS at plant will fully
meet    requirements    of    NUREG-0737,Suppl    1    by    901231 .issue    considered
complete.NRC should be notified if proposed date incorrect or revised.
LE.N.B. Project Directorate 11-1. GL-89-06. 90/04/24. EURY.LW. Carolina Power &
Light Co. 4pp. 53676:073-53676:076.

9004300283 Advises that response to Generic Ltr 89-06 re SPDS implementation ac-
ceptable & review considered complete. NRC should be notified if proposed date for
full implementation incorrect or revised.

PETERSON.S.R. Project Directorate V. TAC 73686. 90/04/25. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53664:102-
53664:105.

9005010109 Advises that util 890711 response to Generic Ltr 89-06 re SPDS accepta-
ble.

WIGGINTON,D.L Project Directorate IV (891001-900602). GL-89-06. 90/04/24.
DEWEASE.J.G. Louisiana Power & Light Co. 3pp. 53662:236-53662:238.

9005010148   Advises that  util  890707   response  to  Generic  Ltr  89-06  re   SPDS
acceptable.provided that commitments met on schedule. NRC should be notified if
proposed date of implementation incorrect or revised.

FAIRTILE.M.B. Project Directorate I-3. GL-89-06. 90/04/20. TREMBLAY.L.A. Vermont
Yankee Nuclear Power Corp. 4pp. 53662:239-53662:242.

9005010149  Submits alarm levels at 100% power operation for facility, per Rev 1 to
Reg Guide 1.133.Facility startup test program completed on 900108.
HUNGER.G.A. Philadelphia Electric Co. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 3pp. 53669:118-53669:120.

9005010181 Forwards NUREG-0990,Vol 12,Nurnber 4, "Rept to Congress on AOs" &
informs of three AOs.none involving licensed nuclear power plant.NRC will continue to
disseminate info on reportable events through various event repts.
CARR,K.M. Commissioners. 90/04/13. QUAYLE.J.D. Senate, President of the Senate.
FOLEYJ.S. House of Rep. 25pp. 53662:271-53662:296.

9005020155 Believes treatment of generic safety issues for advance LWR requirements
documents should be more consistent w/latest NRC practices.
KINTNER.E.E.  General   Public   Utilities   Corp.   -   GPU   Service   Corp.   90/03/29.
KENYON.T.J. Office of Nuclear Reactor Regulation,  Director  (Post 870411).  1p.
53679:208-53679:208.

9005020180 Provides supplemental info re 900323 request for approval to delete dedi-
cated maint positions assigned around clock in initial hour of potential emergency.per
Suppl 1 to NUREG-0737.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 90/04/25. Document Control
Branch (Document Control Desk). 1p. 53674:064-53674:064.

9005020235 Forwards SSER 9 to NURFG-0396.Vo'ificalior c' items identified by Li-
censing Board in LBP-88-32 & LBP-B3-32 addressed in SSE:1 9,Sections 13.3.4.1 &
13.3.4.2.SSER 9 distributed to PDR & parties on 900315.

YOUNG.M.A. Assistant General Counsel for Hearts & Fnforcement. #290 10296.
OL 90/04/26. BOLLWERK.G.P., WILBER.H.A., PCSEN7HALA.S. Atomic Safety and
Licensing Appeal Panel. 2pp. 53571:356-53571:357.

9005020249 Application for amend to License DPR-63,allowing two fire suppression
water sys fire purnps to start sequentially upon receipt of automatic initiation signal.
TERRY.C.D. Niagara Mohawk Power Corp. NMP1L 0497. 90/04/25. Document Con-
trol Branch (Document Control Desk). 2pp. 53673:185-53673:187.

9005020253 NUREG/CR-4551 V5P1R1 Draft Rev 1 to Part 1 to Vol 5 to "Evaluation of
Severe Accident Risks.Sequoyah Unit 1."

GREGORY.JJ., BREEDING.RJ. Sandia National Laboratories. MURFIN.W.B. Techna-
dyne Engineering Consultants, Inc. FIN A-1228. SAND86-1309. 90/06/30. Office of
Nuclear Regulatory Research (Post 860720). 306pp. 53577:159-53578:104.

9005020255 Forwards matrix that correlates NRC individual plant exam std table of con-
tents from NUREG-1335 w/sections of severe accident closure submittal & probabilis-
tic safety study.

GRANT.J.M. Yankee Atomic Electric Co. BYR 90-059. 90/04/20. SEARS.P. Division
of Reactor Projects - l/ll (Post 870411). 7pp. 53716:273-53716:278.

9005020257 Summarizes actions taken to resolve questions re human factors evalua-
tions of SPDS raised in NRC 870506 Itr. Algorithms for parameters modified to in-
crease update rate for trending displays to approx 1 s.

NICHOLS.S.E. Maine Yankee Atomic Power Co. GL-89-06. 90/04/25. Document Con-
trol Branch (Document Control Desk). 2pp. 53716:347-53716:348.

9005020263 NUREG/CR-4551 V6P2R1 Draft A to Rev 1 to Part 2 to Vol 6 to "Evalua-
tion of Severe Accident Risks.Grand Gulf Unit 1."

BROWN.T.D., BREEDING,R.J., JOW.H. Sandia National Laboratories. FIN A-1228.
SAND86-1309. 90/06/30. Office of Nuclear Regulatory Research (Post 860720).
538pp. 53578:105-53579:282.

9005020275 NUREG/CR-4551 V6P1R1 Draft A to Rev 1 to Part 1 to Vol 6 to "Evalua-
tion of Severe Accident Risks.Grand Gulf Unit 1,"

BROWN.T.D., BREEDING.RJ., JOW.H. Sandia National Laboratories. FIN A-1228.
SAND86-1309. 90/06/30. Office of Nuclear Regulatory Research (Post 860720),
281pp. 53579:283-53580:203.

9005020293 NUREG/CR-4551 V5P2R1 Draft apps to Rev 1 to Part 2 to Vol 5 to "Eval-
uation of Severe Accident Risks.Sequoyah Unit 1."

GREGORY J.J., BREEDING.R.J. Sandia National Laboratories. MURFIN.W.B. Techna-
dyne Engineering Consultants, Inc. FIN A-1228. SAND86-1309. 90/06/30. Office of
Nuclear Regulatory Research (Post 860720). 428pp. 53580:204-53581:271.

9005020324 NUREG/CR-5475 MODEL FEASIBILITY STUDY OF RADIOACTIVE PATH-
WAYS FROM ATMOSPHERE TO SURFACE WATER.

SMITH.R.E., SUMMER.R.M., FERREIRA.V.A. Agriculture, Dept. of. FIN D-1335. 90/
03/31. Division of Engineering Technology (Post 890827). 43pp. 53588:328-
53589:011.

9005020331 NUREG/CR-5494 CORRELATION OF IRRADIATION-INDUCED TRANSI-
TION TEMPERATURE INCREASES FROM C(V) AND K(JC)/K(IC) DATA.Final Report.
HISER.A. Materials Engineering Associates, Inc. FIN B-8900. MEA-2377. 90/03/31.
Division of Engineering (Post 870413). 224pp. 53590:175-53591:038.

9005020336 Forwards Rev 21 to physical security plan,Rev withhejd (ref 10CFR73.21).
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
AEP:NRC:0846AN. 90/04/24. Document Control Branch (Document Control Desk).
2pp. 53673:091-53673:092.

9005020340 NUREG/CR-5460  A CAUSE-DEFENSE APPROACH  TO  THE  UNDER-
STANDING AND ANALYSIS OF COMMON CAUSE FAILURES.
PAULA.H., CAMPBELL.D. JBF Associates, Inc. PARRY.G. NUS Corp. FIN A-1384.
SAND89-2368.  90/03/31.   Division  of  Systems  Research   (Post  880717).   137pp.
53590:038-53590:174.

9005020348 NUREG/CP-0108 PUBLIC WORKSHOP ON NUCLEAR POWER PLANT LI-
CENSE RENEWAL

HUGHES.A.A., LIGON.D.M., SETH.S.S. MITRE Corp. FIN B-8685. MTR-90W00013.
90/04/30. Division of Safety Issue Resolution (Post 880717). 78pp. 53589:136-
53589:222.

9005020352 NUREG/CR-3950 V06 FUEL PERFORMANCE ANNUAL REPORT FOR
1988.

BAILEY.WJ. Battelle Memorial Institute, Pacific Northwest Laboratory. WU.S. Reactor
Systems Branch. FIN L-1073-9. PNL-5210. 90/03/31. Division of Engineering & Sys-
tems Technology (870411-890826). 175pp. 53589:223-53590:037.

9005030013 NUREG/CR-5225 AD1 ER Errata to "An Overview of BWR Mark-l Contain-
ment Venting Risk Impltcations.An Evaluation of Potential MARK-I Containment Im-
provements, replacing Tables 8 & H-2.

WAGNER.K.C., DALLMAN.RJ., GALYEAN.WJ. EG&G Idaho, Inc. (subs, of EG&G,
Inc.). FIN A-6878. EGG-2548. 90/04/30. Division of Safety Issue Resolution (Post
880717). 3pp. 53620:157-53620:158.

9005030019 Provides third rept of Nuclear Safety Research Review Committee 8900523
& 24 meetings re NRC disposition/ implementation of recommendations of Natl Re-
search Council rept, "Revitalizing Nuclear Safety Research."

TODREAS.N.E. Nuclear Safety Research Review Committee. 89/08/11.
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 8pp.
53701:319-53701:326.

9005030110 Advises that util 890807 response to Generic Ltr 89-06 on SPDS meets
requirements of NUREG-0737,Suppl 1 & acceptable, provided that commitments for
implementation completed on schedule.

O'CONNOR.P.W. Project Directorate IV (891001-900602). GL-89-06. 90/04/27.
TREVORS.G.A. Nebraska Public Power District. 5pp. 53700:292-53700:296.

9005030164 Advises that util 890711 response to Generic Ltr 89-06 on SPDS meets
requirements of NUREG-0737,Suppl 1 & NUREG-1342 & acceptable.
OLSHAN.LN. Project Directorate III-2. GL-89-06. 90/04/30. KOVACH.T.J. Common-
wealth Edison Co. 4pp. 53701:292-53701:295.

9005030167 Advises that util 890710 response to Generic Ltr 89-06,on SPDS.meets
NUREG-0737,Suppl 1 requirements.NRC should be informed if proposed date for
SPDS full implementation incorrect or revised.

EATON.R.B. Project Directorate I-3. GL-89-06. 90/04/30. BIRD.R.G. Boston Edison
Co. 3pp. 53705:098-53705:100.

9005030215 Advises that 890412 response to Generic Ltr 89-06 on SPDS meets re-
quirements of NUREG-0737,Suppl 1.

PULSIFER.R.M. Project Directorate III-2. GL-89-06. 90/04/30. KOVACH.T.J. Common-
wealth Edison Co. 4pp. 53693:356-53693:359.

9005030354 Advises that util 890808 response to Generic Ltr 89-06 re SPDS for plant
will fully meet requirements of NUREG-0737, Suppl 1,by 901231 taking into account
info provided in NUREG-1342.

BUCKLEY.B.C. Project Directorate II-2. GL-89-06. 90/04/30. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 3pp. 53699:358-53699:360.

9005040006 NUREG/CR-5448 DRFT AGING EVALUATION OF CLASS 1E BATTER-
IES: SEISMIC TESTING (DRAFT).

EDSON.J.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6389. EGG-2576. 90/01 /
31. Division of Engineering (Post 870413). 265pp. 53650:192-53651:096.

9005040008   NUREG/CR-5314   VO4   DR   LIFE  ASSESSMENT   PROCEDURES   FOR
MAJOR LWR COMPONENTS.Volume 4: Steam Generator Tubes.
LOWENSTEIN.D.B., TURNER.A.P., WARD.S.R. EG&G Idaho, Inc. (subs, of EG&G,
Inc.). EGG-2562. 89/11/30. NRC - No Detailed Affiliation Given. 195pp. 53647:047-
53647:241.

9005040009   NUREG/CR-5314  V03   DR   LIFE  ASSESSMENT   PROCEDURES   FOR
MAJOR LWR COMPONENTS.Volume 3: Cast Stainless Steel Components.
JASKE.C.E., SHAH.V.N. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6389. EGG-
2562. 89/05/31. Division of Engineering Technology (Post 890827). 93pp. 53648:011-
53648:103.

9005040010  NUREG/CR-5181 DRFT NUCLEAR PLANT AGING RESEARCH: THE 1E
POWER SYSTEM.

MEYER.L.C., EDSON.J.L EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN A-6389. EGG-
2545. 89/07/31. Division of Engineering Safety (860720-870413). 174pp. 53651:097-
53651:270.

9005040021 NUREG/CR-5517 IMPACTS-BRC.VERSION 2.0.Program User's Manual.
O'NEAL.B.L, LEE.C.E. Sandia National Laboratories. FIN A-1763. SAND89-3060. 90/
04/30. Division of Low-Level Waste Management & Decommissioning (Post 870413).
244pp. 53649:308-53650:191.ion based on violation involving release of 1-125 as effluent to
